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THE GAZETTE OF INDIA: EXTRAORDINARY [PAKrIl-SBC.3(ii)] 


MINISTRY OF CX)MMERCE AND INDUSTRY 
(Department of Industrial Policy and Promotion) 

ORDER 

New Delhi, the 22nd August, 2005 

L 1172(E).—In exercise of the powers conferred by Section 14 of the Bureau of Indian Standards Act, 1986 
, the Central Government after consulting the Bureau of Indian Standards hereby makes following further, 
in the Order of tbe Govemmsit of India in the Ministry of Commerce and Industry (Department of Industrial 
Policy and P omotion) number S.0.189(E), dated the 17th Februaiy, 2003, namely 

1. ( 1 ) "ntis Order may be called the Electrical Wires, Cables, Appliances and Protection Devices and Accessories 

(Quality CtmtroQ Am^dment Order, 2005. 

(2) It shall come into force after eighteen months from the date of its publications in the Official Gazette. 

2,1 1 fte Electrical Wires, Cables, Appliances and Protection Devices and Accessories (Quality Control) Order, 
2003, after s rial number 7 and the entries relating thereto, the following serial numbers and entries shall respectively be 
substituted D ^ely:— 

[£:_Standard 


Self ballasted lamps for general lighting services: Part 1 IS 15111 (Pt. 1) 

safety requirements. 

Seif ballasted lamps for g(meral lighting services; Part 2 IS 15111 (Pt. 2) 

perfotmance requ irements. 

Not ‘: The principal Order was published in the Gazette of India, Extraordinary, vide number S.0.189(E) dated the 
17th Februar ^ 2003 and subsequently amended vide S.0.165(E), dated 5th February, 2004. 
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